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L.  D.  S.  TABERNACLE,  BRIGHAM  CITY,  UTAH 

It  is  used  by  15  ecclesiastical  wards  for  religious 
and  cultural  purposes.  Originally  completed  in 
1890,  it  wos  destroyed  by  fire  Feb.  7,  1896,  then 
rebuilt  within  a  year,  as  the  walls  had  resisted 
the  fire.  A  modernization  program  completed  in 
1952  included  a  1000-pipe  organ.  The  architecture 
of  the  tabernacle,  built  of  native  stone  and  local 
materials,  is  very  unusual.  From  its  location 
water  runs  in  three  directions. 

(  dIdi-  hy  Eric  J.  Scaich 
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